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UNCLASSIFIED 

PAGE 01 MEDELL 00009 132016Z 

ACTION ARA-14 

INFO OCT-01 ISO-OO EB-08 /023 W 

009880 14035 1Z/75 

R 131635Z JAN 78 
FM AMCONSUL MEDELLIN 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 1612 
AMEMBASSY BOGOTA 

UNCLAS MEDELLIN 0009 

E.O.l 1652:N/A 
TAGS: BEXP CO 

SUB J : FOREIGN GOVERNMENT TENDER 


Message Text 


1. 301/04/T-0003 

2. 010578 

3. J. SMITH 

4. 301 COLOMBIA 

5. N 

6A. REPLY TO - - 

6C. CENTRAL HIDROELECTRICA DE CALDAS S. A. 

APARTADO AEREO 83 
MANIZALES, COLOMBIA 

7. 374/SF-CO-012 

8.030278 3:00 PM. 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 MEDELL 00009 132016Z 

9.201 

10. 3612202-0000 90 POWER DISTRIBUTION TRANSFORMERS, LIQUID- 
IMMERSED TYPE, FOR ELECTRIC UTILITY DISTRIBUTION, AT 
7,620/240/120 VOLTS. KVA AS FOLLOWS: 40 EACH, 37 1/2 KVA& 

35 EACH, 50 KVA& 15 EACH, 75 KVA. 

TERMS AND SPECIFICATIONS MAY BE OBTAINED FROM: SECRET ARIA GENERAL, 
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CENTRAL HIDROELECTRICA DE CALDAS, EDIFICIO SEGUROS BOLIVAR 
OFICINA 502, MANIZALES, COLOMBIA, FOR 500 PESOS PER COPY 
(US*1.00 - 38 PESOS, APPROX). CENTRAL HIDROELECTRICA DE CALDAS 
IS THE ELECTRIC UTILITY BRANCH OF THE DEPARTMENTAL GOVERNMENT 
OF CALDAS. IT IS A SEMI- AUTONOMOUS ORGANIZATION. THIS PURCHASE 
WILL BE FINANCED BY A LOAN (374/SF-CO) FROM THE INTERAMERICAN 
DEVELOPMENT BANK. 

SMITH 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 13 jan 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978MEDELL00009 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780021-0678 
Format: TEL 
From: MEDELLIN 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t1 97801 65/aaaacdgw. tel 

Line Count: 70 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 3f25fce3-c288-dd11-92da-001cc4696bcc 
Office: ACTION ARA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 16 feb 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3778107 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN GOVERNMENT TENDER 
TAGS: BEXP, CO 
To: COM 
Type: TE 

vdkvgwkey : odbc://SAS/SAS.dbo.SAS_Docs/3f25fce3-c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 
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